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ABSTRACT 

The paper describes a simple and important ferroelectric nature of succinic Acid disodium salt hexa-hydrate. In 
this paper we have studied the variation of dielectric constant with temperature in compressed rectangular pellet form 
having silver paint electrodes using MOTWANE capacity, measuring unit DM-3750B. The plot shows a 2"^" order phase 
transition at about VO^C and a sharp rise of dielectric constant at a very high value 9.4 at 149°C following a phase 
transition at this temperature. 

The lattice structure described by the Bravis unit cell of the crystal growth governs the crystal symmetry. Though 
there are thousands of crystals in nature. The plot Vs electric field shows a hysteresis loop. This material shows 
ferroelectric behaviour which is used in many electronic s and optics applications. 
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INTRODUCTION 

Ferroelectricity is phenomenon which was discovered in 192L The name refers to certain magnetic analogies, 
though it is somewhat misleading as it has no connection with iron at all. Ferro-electricity has also been called Siegnette 
di-electricity material found to show ferroelectric properties such as a spontaneous polarization on cooled below the Curie 
point, ferroelectric domains and a ferroelectric hysteresis loop. A huge gap in the research on ferroelectric materials came 
in the 1950s, leading to the wide spread use of barium titanate based ceramics in capacitor applications and piezoelectric 
transducer devices. 

All ferroelectric materials have a transition temperature called the Curie point(Tc), At a temperature T>Tc the 
crystal does not exhibit ferro-electricity while for T<Tc it is ferroelctric. On decreasing the temperature through the curie 
point, a ferroelectric crystal undergoes a phase transition from anon-ferroelectric phase to a ferroelectric phase. If there are 
more than one ferroelectric phases, the temperature at which the crystal transforms from one ferroelectric phase to another 
is called the transition temperature. Early research work on ferroelectric transitions has been summarized by Nettleton 
(1922). 

Pyro-electric crystals show a spontaneous polarization Ps in a certain temperature range. If the magnitude and 
direction of P^ can be reversed by external dielectric field, then such crystals are said to show ferroelectric behaviour. 
Hence, all single crystals and successfully poled ceramics which show ferroelectric behaviour are pyroelectric, but not vice 
versa. Ferroelectric crystals possess regions with uniform polarization called ferroelectric domains. Within a domain, all 
the electric dipoles are aligned in the same direction. There may be many domains in a crystal separated by interfaces 
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called domain walls. The dielectric constant of a ferroelectric is, of course not a constant, but depends on the field strength 
at which it is measured; this is a consequence of the non-linear relationship between P and E. The dielectric constant is so 
defined is very high in the vicinity of the transition temperature, of the order of lO'^-lO^. Above the transition temperature 



and obeys the Curie Weiss Law, 



c 



T-e ' 

Where C is constant, 0 is characteristics temperature. 

£g is constant which occurs from electronic Polarization. In the vicinity of the transition temperature may neglect, 
since it is of the order of unity and. Likewise, the susceptibility. 

c 

^~ T-e 

EXPERIMENTAL DETAILS 

The compound was procured from Fluka AG Switzerland. The compound sample was prepared by grinding 
mechanically into fine powder and it has been procured fromFluka Switzerland, about 99.9% paris form sample is 
avoiding from direct sun Ught and preferably the most of the sample preparation work has done at night. 

The powder was heated upto 1073 K for 16hrs, then cooled to room temperature and grinded mechanically again 
for an hour to achieve fine powder the pellets were prepared with the compression machine (Flextural testing machine 
CAT No. AIM-313,S.No 91070 AIMIL. Associated, India) have pressure range 0-10 tonn wt/cm^. A suitable die was used 
having rectangular cross-section of the piston about 2.33cm^ . The pellets so obtained were covered with the remaining 
powder and heated again at 1073 K for 16 hrs. 

The pellet were polished to obtain smooth parallel surface and colloidal silver paint was used to form the 
electrodes the sample was annealed at 2/B of its melting point in a fumance for about 8-10 hrs. The capacitance of the 
sample was measured by the MOTWANE capacity measuring unit DM-3750B. 

The dielectric constant and bulk ac conductivity (o) of the sample were calculated by using following expressions - 

AC 



Dielectric constant(real) f = 1 + 



Co 



Where AC = C"-C' 

C is the capacitance of sample holder with specimen. 
C" is the capacitance of sample holder without specimen. 
Co is the geometrical capacitance. 

^ 0.68854A 

Cg = (m p. f) 

a 

Where A is the area of pellet, d is the thickness of pellet in cm. 
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Photo room temperature sample holder high temperature sample holder the loss tangent (tan d ) and parallel 
capacitance of the sample were directly measured as a function of temperature and frequency by the HP 4194 Impedance 
analyser. 

The conductance G — CjOC^ tan S 
G^lTtfC^ tan J 

GD 

a.c conductivity <7„^ = 

ac ^ 

RESULTS AND DISCUSSIONS 

The chemical formula of compound is 2CH2-COONa6H20. This study shows temperature dependence electrical 
properties like (dielectric constant, dielectric loss) of compound. The temperature variation of dielectric constantof saccinic 
acid disodium salt Hexahydrate in much interesting. The dielectric constant (e) shows a 2"'' order phase transition at about 
70°C and thereafter a very sharp rise from almost very small to a very high value of dielectric constant(e) 9.4x10^ at 149"C 
Fig. 1. There is a transition at this temperature also. The behaviour is similar to that observed in a complex of 
lead(smolenskil.et.al^). The coohng curve (fig.2)follows the heat curve except the phase transition of 70°C. 

The dielectric constant (e) and dielectric loss at room temperature 15°C of the at 1 KHz. Frequency is 14.85 and 
0.321 respectively. The values of tan5 are found to increase with decrease in frequency. In the presence of electric field, the 
heat of dielectric loss is liberated. In a certain voltage, heat is liberated, the temperature of the dielectric then raises and the 
loss increases still more. 

This dielectric loss (tan5) is frequency dependent also and it has been attributed to a wide distribution of 
relaxation time due to barrier height. Seven crystal structures is also dependence upon point groups. The thirtytwo point 
groups can be further classified into crystals having a centre of symmetry crystals which do not possess a centre of 
symmetry. The crystals with a centre of symmetry include the 1 1 points groups labelled centro-symmetric in below table 
and these points groups do not show polarity. 



Table 1 



Crystal 
Structure 


Point Groups 


Centro 
Symmetric 


Non Centro 
Symmetric 


Triclinic 


1,1 


1 


1 


Monoclinic 


2,m,2/m 


2/m 


2,m 


Orthorhombic 


222, mm2, mmm 


mmm 


222, mm2 


Tetragonal 


4,4,4/m,422,4mm,42m, 


4/m (4/m)mm 


4,4,422, 4mm,42m 


Tri-gonal 










3,3,32, 3m,3m 


3,3m 


3,32,3m 


Cubic 


23,m3, 432, 43m,m3m 


M3, m3m 


23, 43m 



The ferroelectric phase transitions are usually accompanied by pronounced an omalies near T^ in any other 
physical properties. Structural properties like unit cell dimensions. If D is electric displacements vector,e is an alternating 
field and P is polarization vector and it is oscillatory, time dependent. 

Hence- 
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iox-S 



r\ r\ iOX—2S 

D = DqC 

Where S being the phase angle. 

The ratio of D and £ at static electric field is called dielectric permittivity, In the case of an alternating field this 
ratio becomes a complex quantity- 

a 



•_ f ••) = ^ (CosS - i sin 



By equating real and imaginary parts we get- 



' = ^CosS and K' = ^^CosS 



•' = ^sin J and K" = ^smS 



This indicate that the 



£" K" 

= tan S and — = tan S 



£ ' 



K' 



\mS is known as dielectric loss or loss tangent, ^"is a quantity which is measure of the amount of energy 
absorbed by the system from applied dielectric field. 

These ferroelectric is dependence upon temperature, frequency, polarization and diffraction of X-ray. 

Table 2: Differences between Normal and Relax or Ferromagnetic 



S. No. 


Property 


Normal Ferroelectric 


Relax or Ferroelectric 


I. 


Dielectrictemperature 


Sharp 1st or 2"''order transition 


Broad diffused phase 




dependence 


at Curie Point Tc 


transition at Curie Point Tc 


2. 


Dielectricfrequency 

dependence 


Weak frequency dependence 


Strong frequency dependence 


3. 


Dielectric behaviour in 
paraelectric range (T>Tc) 


Follow Curie Wiess Law 


Follow Curie Wiess Law 


4. 


Remmant Polarization (Pr) 


Strong Pr 


Weak Pr 


5. 


Scattering of light 


Strong Anisotropy 


Very weak Anisotropy 


6. 


Diffraction of X-rays 


Line splifing due to 
deformation from para electric 
to ferroelectric phase. 


No x-ray Line spectrum. 
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CONCLUSIONS 

In this study compound has been synthesized and characterized through dielectric and ferroelectric behaviour. Its 
possible phase transition in heating cycle lies near at and in cooling cycle Phase transition lies about VO^C. 

The dielectric parameter viz. £ and tan S are found to increase whereas the dielectric breakdown strength and the 
activation energy are found to decrease. 

Hence variation of dielectric constant with temperature shows hysteresis succinic acid disodium salt Hexa- 

hydrate. 



Table 3: Variation of Dielectric Loss Vs Temperature 



Tpmnpratiirf* 

("C) 


lan u ai 

IJVtlZ 


lan c ai 
lUlvrlz 


lan o ai 
lUUJvrlz 


1.A 


\J.dLV 


U.Zi / 


n 1 

\J.V 1 D 


J J 


\j.D 1 i 


M 0 1 A 
U.ziO 


C\ 1 70 
U. i /z 


'l.Q 

JO 


U. jVZ 


M 0/1 1 


M 1 QA 


jy 


M /I 0 1 


U. JZ / 


M 1 Q'i 
U. iVj 


/in 


M /no 

U.4 /Z 


U. J 


M 1 Q7 

Kj.Vy 1 




M /1Q0 

u.4yz 


U. J 


C\ 1 QC 
U. iVo 




M /1QQ 




U.zUj 


A Q 


M /1QQ 


\J.DJD 


M OM^ 


AQ 


\j.jdL 


M /lO 1 


U. JJU 


jV 




M /l/l ^ 


\J.D 1 D 


'^l 
JZ 


U.OjZ 


M /lAC 
U.40o 


Kj.Dyo 


'^A 


U.OO / 


M ^A7 


C\ /IQO 


J 1 




M ^AC 


U. jUi 


jy 


U. /Oz 


M AI 


U.JO J 


AM 


U.oV i 


M 70 1 
U. /zi 






M Q'i 1 
U.Vj i 


M 70 C 
U. / zo 


M 71 C 
U. / io 


i\j 




U. / JV 


M 7'i 1 


1 J 


1.11:? 


1 m 

i .Ui 


M QO 1 
U.Vzi 


Ov/ 


1 . / JZ 


1.11 


1 07 

1 .W / 


82 


1.786 


1.516 


1.213 


83 


1.832 


1.526 


1.218 


89 


1.935 


1.720 


1.326 


90 


1.962 


1.826 


1.416 


95 


1.997 


1.828 


1.532 


96 


2.137 


1.932 


1.637 


98 


2.261 


2.013 


1.782 


100 


2.432 


2.127 


1.936 


101 


2.486 


2.131 


1.998 


102 


2.516 


2.212 


1.999 


103 


2.553 


2.234 


2.103 


110 


2.594 


2.3314 


2.118 


115 


2.612 


2.0132 


2.001 


119 


2.673 


2.1132 


2.072 


120 


2.837 


2.1721 


2.113 


122 


2.932 


2.3120 


2.173 


125 


2.983 


2.521 


2.184 


128 


3.12 


3.013 


2.527 


130 


3.52 


3.314 


3.218 


133 


3.67 


3.422 


3.334 


135 


3.80 


3.501 


2.29 
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Table 4: Heating Cycle 
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7001 Q9 
/ wwi .yz 
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7139.56 


7447.19 


7855.74 


67 


8063.35 


8317.49 


8557.12 


70 


8640.72 


8649.12 


8656.92 


72 


8663.81 


8456.52 


8296 


74 


8132.63 


7559.93 


6911.82 


75 


6215.98 


5910.78 


5715.51 


76 


5522.93 


5236.36 


4978.05 


78 


4830.09 


4613.78 


4327.53 


79 


4137.25 


4006.11 


3947.52 


80 


3813.93 


3729.42 


3693.82 


81 


3629.17 


3513.73 


3472.12 


82 


3398.22 


3304.51 


2281.44 


82 


3213.47 


3173.49 


3096.71 


85 


3005.61 


2975.31 


2881.15 


87 


2728.48 


2513.39 


2497.27 


88 


2405.15 


2324.16 


2278.57 


89 


2151.11 


1948.66 


1837.15 


91 


1781.6 


1658.27 


1608.08 


92 


1527.55 


1433.82 


1396.12 


94 


1273.51 


1212.48 


1198.35 


99 


1148.80 


1153.99 


1154.59 


101 


1162.66 


1097.53 


994.1 


102 


936.33 


891.159 


842.157 
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103 


816.24 


722.578 


537.934 


107 


458.27 


399.013 


318.525 


109 


215.78 


211.511 


209.113 


109 


206.54 


201.511 


192.978 


110 


178.82 


163.326 


151.237 


110 


141.87 


149.923 


157.224 


112 


162.66 


201.278 


313.559 


113 


363.28 


401.703 


467.275 


114 


502.15 


713.337 


909.192 


117 


1167.28 


1349.37 


1444.92 


118 


1596.84 


1953.18 


2413.57 


119 


2751.57 


2832.17 


2899.23 


120 


2982.52 


3135.43 


3272.72 


121 


3444.41 


3232.24 


3153.24 


122 


2936.33 


3030.21 


3102.38 


123 


3167.28 


3147.42 


3131.62 


124 


3121.09 


2936.46 


2772.17 


125 


2636.1 


2412.31 


2001.14 


126 


344.418 


553.623 


817.573 


127 


3675.36 


4337.44 


4879.4 


128 


5291.99 


7792.82 


9002.12 


133 


36007.92 


33021.74 


3113.32 


135 


15453.65 


16197.52 


17094.27 


135 


17532.17 


17632.09 


17701.22 


135 


17763.12 


17552.32 


17453.44 


136 


17301.23 


11083.65 


9337.46 


138 


2751.57 


3234.157 


5541.27 


139 


41781.6 


42791.82 


43246.67 


140 


46400.53 


592781.14 


70967.22 


142 


270188.06 


272622.52 


274957.3 


143 


277116.47 


275132.55 


273609.3 


144 


260950.19 


259234.34 


257232.2 


145 


254021.78 


282897.22 


310715.5 


147 


854483.67 


885723.43 


905532.5 


149 


946862.43 


936301.88 


920791.5 


150 


909910.93 


896053.73 


822227.6 


153 


715915.55 


693209.43 


674422.6 


154 


623536.79 


571765.61 


521930.6 


155 


484968.66 


527246.29 


612726.9 


156 


854483.67 


865345.51 


887817.6 
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